OFFICE OF THE PURCHASING AGENT 


TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 


Telephone 781.316.3003 
Fax 781.316.3019 


March 3, 2023 
Invitation for Bid #23-10 


Parmenter School Water & Sewer Service Renewal 


ADDENDUM NO. 2 
This addendum is to answer questions submitted by bidders. 
A Question: What is the estimated cost of construction? 
Answer: The estimated cost of construction is $60,000. 
All other terms and conditions of the bid documents remain unchanged. 


ADDENDUM MUST BE ACKNOWLEDGED ON THE BID FORM. FAILURE TO 
ACKNOWLEDGE ANY OR ALL ADDENDA COULD RESULT IN REJECTION OF 
YOUR BID AS NON-RESPONSIVE. 


Mary Ellen De Natale 
Purchasing Officer 
Town of Arlington 


